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2 LOCATION = 


Devils River, Texas 

14 TYPE OF OBSERVATION | 
*XGround- Vi suel © Ground-Reder 
o Ke vent lars 4 Air-intercept Rader — 


7. LENGTH OF OBSERVATION 


l hr 
», GRIEF SUMMARY OF SIGHTING 
Rnd, white obj, size of basketball 
| w/long tail. Obj moved slowly NW 

and faded, 
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bin COMDR 741 ACWRON LACKLAND AFB TeX 
LO KdJEDDN/COMDR ADC ENT AFB COLO 


RveDSQ/COMDR AIR TECK INTELL CTR WRIGHT PATTERSON AE OHIO - 


RJEPHQ/ASST CHIEF POF STAFF INTELL HDQS USAF WASH 25 DC 
RJeEPhQ/OFFICE OF INFORMATION SVC HDQS USAF WASH 25 DC 
Rule WW/COMDR 33 ADIV OKCTY AFSTA OKLA 
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Undoubtedly a balloon, 
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"112, CONCLUSIONS 


Wes Balloon 
Probably Balloon 
Possibly Balloon 


es Aircraft 
Prebebly Aireraft 
Possibly Aircraft 


Was Astronomical 
Preobebly Astronomicol 
Possibly Astronomical 
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ITEM ONES CA) ROUND*TB) BASKETBALIC-€C) WHITE SCD) ONE (ED WA 
certcom TAD (G) TAIL (H) NONE (1) NONE ITEM TWOS 
CAOBSERVER WAS JUST LOOKING FOR AIRCRAFT (B) OVERHEAD, 


aes * 


NIGHT (C) NZA ITEM ¥ VEBC DEVILS RIVER POWER PLANT (NSAR Dié) 

| ire SIXs (A gee, No AGE GIVEN, DEVILS RIVER, 
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PAGE ‘TWO RJWFHW 
fousewise, PHONE NUMBER WAS 57K2 (B), N/A ITEM SEVENS CAL) | 


CALI 3) sunrace Qusp: Ane peGRees l\ILES é, Aa ZfIS7?DEGRELS 
MILESY12, 2377 5 Decrees (13 AILES 16, 8° xao DEGREES/15 

MILES 2, a7 33% DEGREES/2%° MILES 57%, 302/337 DEGRELS/25 
MILES 56, %°3755° DEGREES/35 MILES Si2, IZI/NSA/NZA (C)C5” 

BROKEN 15 (D) FIFTEEN Ce) UNABLE 10 GT Ll. (F) NONE (G) 


N/A ITEM EIGHT: NONE, ITZ NINGSNONE/ITEN TENS NONE » 
ivEM ELEVENS NO UNUSUAL SIGHJANG PICKED up_Of_RADABA IT=M 
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